To:  Smith,  Paula[Smith. Paula@epa.gov];  Gray,  Davidfgray. david@epa.gov];  Zito, 

Kelly[ZITO.  KELLY@EPA.GOV] 

From:  Zuleta,  Myra  L 

Sent:  Mon  8/1 0/2015  9:50:28  PM 

Subject:  CBS  This  Morning  Inquiry 


Hi  there, 


I wanted  to  follow  up  with  some  questions  I had  after  today’s  conference  call. 


At  this  point  how  much  waste  water  is  coming  out  of  the  Gold  King  Mine?  I know  yesterday  it 
was  around  500  gallons/minute.  Is  that  still  the  same? 

Where  is  the  plume  now?  When  do  you  anticipate  it  will  reach  Lake  Powell? 

Any  more  information  on  potential  risk  to  human  health? 


Many  thanks  in  advance, 


Myra  Zuleta 
Producer 

CBS  This  Morning 
Office:  212-975-3115 
Cell:  646-621-5622 
ZuletaM@cbsnews.com 
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